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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 03448 290021Z 

63 

ACTION OES-06 

INFO OCT-01 10-13 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 

L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO EUR- 12 /072 W 

048513 

R 281455Z APR 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 7452 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 3448 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS IAEA, TECH, PARM 

SUBJECT: IAEA REQUEST FOR CALIBRATION SOURCES FOR SAFEGUARDS 
PURPOSES 

REF: (A) AMMONS/GABBERT TWX 262100Z MAR 76, (B ) IAEA VIENNA 
0479 

1 . REF A DATED MARCH 26 NOTES THAT KF. EPTN AT LOS 
ALAMOS SCIENTIFIC LABORATORY ADVISED IAEA BY 
TELEPHONE THAT SHIPMENT OF 25 U-235 CALIBRATION 
SOURCES TO BE MADE IN ABOUT TWO WEEKS. NEITHER 
MISSION NOR AGENCY HAVE HEARD ANYTHING FURTHER 
CONCERNING THIS REQUEST. AGENCY IS ANXIOUSLY 
AWAITING THESE SOURCES FOR USE IN ITS SAFEGUARDS 
PROGRAM. 

2. REQUEST HAS BEEN PENDING SINCE JANUARY 21. 

MISSION URGES THAT HIGHER PRIORITY BE GIVEN TO 
MEETING THIS REQUEST, AS MEANS OF STRENGTHENING 
IAEA SAFEGUARDS. 

3. WOULD ALSO APPRECIATE ADVICE AS TO WHETHER ANY 
AGREEMENTS OR CONTRACTS WILL BE REQUIRED 

FOR THIS TRANSACTION. 

UNCLASSIFIED 

UNCLASSIFIED 
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4. ADVISE SOONEST. STONE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, AGREEMENTS, URANIUM 235, NUCLEAR COOPERATION PROGRAMS, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 APR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV03448 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 63-0888 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976041 2/aaaaajif.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 MAR 2004 by ellisoob>; APPROVED <31 JAN 2005 by ellisoob> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA REQUEST FOR CALIBRATION SOURCES FOR SAFEGUARDS PURPOSES 
TAGS: TECH, PARM, US, IAEA 
To: STATE 
Type: TE 
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